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Remarks: Since your approval of 

we have c^cusse^our program with 
OIR, and^mm CI/DDP. The final result 
is a considerable condensation of the original 
program and I think it is now probably a manage- 
able one. I still feel that it is virtually 
impossible to assign completion dates to any of 
these papers , at least with any greater degree 
of precision than say Winter 1956 or Spring 1957 * 

I would propose to put this out under the SRS 
cover and d^^r^ut^^^t^th^head^o^the IAC 
agencies, and 
least on a limited basis^^^^^^^^^^^^f We 
would presumably also send copies to selected 
individuals in the White House, NSC Planning Board 
OCB and State. — DBD fyfWL 
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MEMORANDUM FOR: Members of the IAC 



The attached Produ ction Program for the Senior Research Staff 
on International Communism covers Fiscal Year 1956-57* It I s based 
on anticipated average strength for the staff of five senior research 
officers and three research assistants. Because of the nature of the 
projected papers,, it is impossible to assign completion dates. It is 
possible that, as our research proceeds, some of the papers may have 
to be dropped or substantially modified in scope. Moreover, develop- 
ments during the year may indicate subjects of higher priority. 

It should also be noted that approximately one quarter of our time has 
been set aside for matters which may arise outside the scope of the 


basic program. 

Informal discussion with a number of IAC research elements leads 
us to believe that the proposed papers do not unnecessarily duplicate 
or conflict with existing research programs. SRS is prepared at any 
time to discuss the progress of its studies irlih 1" +c i ntnd .3nmtr + s, 
and welcomes suggestions and advice. Our work throughout will be guided 
by what seems to be the essential element of our activity, which has been 
described in IAC-B-9S as "in part intelligence, in part estimation, and 
in part speculation on policy" with respect to International Communism 
and means of countering it. \ 
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Papers In Progress 

1 . The "Thaw” In the Cold War . This study will analyze the past 
phases of the Cold War ana the characteristics of the present situation. 
It will discuss the advantages and disadvantages to the Communist move- 
ment of current developments in East -West relations and examine methods 
and instruments of exploiting Communist weaknesses. 


2. The Relative Advantages and Disadvantages of Legal and Illegal 

Status of Communist Parties . This paper will analyze the conditions 

which should determine the policy of a non-communist government with respect 

to the status of a Communist party. It will review historical examples 

and discuBS the geo-political, economic, and sociological factors to he 

considered. The problems of enforcement and the requirements imposed on 

security services under both situations will be indicated. 


3 . The "Crisis of Western European Communism . This paper will study 
developments in the Communist parties of Western Europe since the 20th 
Congress} of the CPSU. It will attempt to determine whether there has 
in fact been a "crisis" in the relationship of these parties with Moscow 
and to project the future nature of this relationship. It will emphasize 
France and Italy, but will also consider the lesser CPs of the area. 


k. Youth and International Communism . This study is keyed to the Communist 
World Youth Rally to be held in Moscow in July and August 1957- It will 


analyze the role of youth and youth Organizations in the Communist move- 
ment. It will outline the history and the structure of the International 
Communist youth organizations , will discuss their current strength and 
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instruments of communist policy. V 
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Projected Papers 


1. Communist Ideology as a Target for Attack. This paper will discuss 
and appraise the role of ideology in present-day Communist practice. 

It will consider the advisability of a concerted frontal attack on the 
chief doctrines of the Communist gospel, concentrating on Leninism. 

If the study indicates that such an attack might be effective, the paper 
will suggest the main lines on which it could be conducted. 



2. Prospects ofC-Mertom-Bg-v 
"Nation al" or "Titoist" Communism . This study will examine the phenom- 
enon of "national" or "Titoist 1 ' Communism, considered as a major devia- 
tion from Marxism-Leninism. It will attempt to appraise the influence 
of Tito on International Communism, and the prospects for a new "Inter- 
national" combining Communists and Socialists. It will also consider 
the probable reaction of Moscow to such a development. 


3 . The Communist Party of the Soviet Union and t he Commu nist Party of Ch ina 
This study will analyze the inter-relationship and possible conflicts 
between the two leading Communist parties and attempt to chart their future 

develo]anent . 


4. meets of the New CFBW Line on Ea s tern European Satellite Parties . 
This piper will study the impact of the 20th CPSU Congress and the denigra 
tion of Stalin on the Communist parties in the Eastern European satellites 
It will speculate on future developments as they may affect satellite- 
Soviet and satellite -Free World relations. 
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5* Communism In the Uncommitted Nations of South and Southeast Asia . 

This paper will attempt to bring out the points of similarity and difference 
in the tactics of the Communist parties of this area, emphasizing India and 
Indonesia. ' It will also consider the respective roles of the Communist 
parties of the USSR and China in directing the activities of the local 
parties . 
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